Message 


From; Pontes, Rebecca (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

Ol/CN=RECIPIENTS/CN=REBECCA.PONTES] 

Sent: 9/13/2010 1:56:59 PM 

To: Hanchett, James (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail- 

01/cn=Recipients/cn=James.Hanchett] 

Subject: RE: Test 


it worked! 

Rebecca Pontes 
Amherst Drug Lab 
Room N251 Morrill I 
637 North Pleasant St. 
Amherst, MA 01003 
413-545-2607 lab 



From: Hanchett, James (DPH) 

Sent: Monday, September 13, 2010 9:56 AM 
To: Pontes, Rebecca (DPH) 

Sutqect: Test 


Jim Hanchett 
Amherst Drug Lab 
RoomN251 Morrill I 
637 North Pleasant Street 
Amherst, Ma 01003 
Phone 413-545-2607 
Fax 413-545-2608 
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